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PART I 

BUILDING EVACUATION PLAN 
General Instructions and Duties 

BUILDING ? Administration 
BUILDING WARDEN: f 

ASST. BUILDING WARDEN: 

PURPOSE? 


25X1A9A 

25X1A9A 


+4 fu Sa ff Z f an<i instruct building occupants in procedures for the evacua- 

tion of the Administration Building in the event of fire, natural disaster 
or any other emergency requiring personnel to be evacuated from buildings . 

t0 Tr be folloved in case of air rai ds are described in Part lAf 
the Building Emergency Plan, 

FUNCTIONS AND DUTIES ; 

1. EMPLOYEES: 

in «„???* S0 T und . ing ° f ala f m > immediately secure all classified material 

in safes and vaults. Lock safes and vaults properly. 

, b ; Proceed, keeping your CIA Badge with you, from the building through 

S! “< ln 8n f anCe J° the era88 Qrea in f ront of the building, m the eve^t ® 
the main entrance is blocked, use rear entrance, 

tionfl nff-il'r. „?n n n le68 prevantad b y ihe emergency, a regularly assigned communica- 
at his ftatimT 111 remain ln Room 2 * The building guard will similarly remain 

2. FLOOR WARDENS: 

a. Secure your classified material. 

from your floor^n pre - determln f d station, and direct the flow of traffic 

irom your floor, in order to preserve order and avoid congestion. 

renort to th \ T fl ° or for whlch you are responsible has been evacuated, 

report to the Building Warden and then proceed from the building. 
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ASSIGNMENT OF FLOOR WARDENS ; 

1* Basement 

Principal - 
Assistant - 
2. First Floor 

Principal - 
Assistant - 
3* Second Floor 

Principal - 
Assistant - 


25X1 A9A 
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